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WOMEN'S VARSITY HOCKEY: 1986-87 YEAR IN REVIEW 


The puck was flying in the right direction during the 1986-87 season for the 
Concordia Women's varsity hockey team. 


Concordia, guided by head coach. Les Lawton and assistant Julie Healy, comoleted 
conference play undefeated capturing the Quebec Intercollegiate Women's Hockey 
League (QIWHL) regular season and volayoff titles. 


The club's regular season record was 12-0. In post season play the Stingers 
swept Trois Rivieres and Bishop's/Champlain in the minimum two games each in 
semi-final and championship final action resvectively. 


Overall the Stingers played an incredible 39 games, the most of any club on 
campus. They won 30 games, lost eight and tied one. And the future looks even 
brighter for Lawton's club. ‘This year's roster consisted of 16 players, nine of 
whom. were in their rookie season. Only two - Diane Allard and Jackie Montpetit - 
will not be back for the 1987-88 campaign. 


Offensively Concordia's big gun was someone who plays defence. Rookie Therese 
Brisson led the QIWHL in scoring with 20 goals and 28 assists for 48 points an i 
games played. Overall,she surpassed the 100 point plateau. 


Concordia commetedin tournaments at St. Lawrence University in Canton, New York, 
its own Theresa Humes Invitational and the University of New Brunswick Invitational. 


The Stingers won two games and lost one at St. Lawrence; at their own tourney, 

won by Providence College, they fashioned a 2-1 record good enough forthird place. 
Brisson was named Most Valuable Player of the event which attracted eight teams from 
Ontario, Quebec and the United States. 


A few days after winning the QIWHL title, the team was off to New Brunswick where 
they took top honors defeating the host squad 4-1 in the final. Once again, Brisson 
was chosen MVP. 


"This was the best women's hockey team Concordia has had in five or six years" 
commented Lawton."And we're still-.a young team". 
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THERESE BRISSON 
JANICE MCDOUGALL 
LOUISE MORONEY 
DEBBIE GILL 

DEBBIE WOODS- TURNER 
ELAINE LEBEAU 
MARTINE CHARTRAND 
JACKIE MONTPETIT 
SYLVIE MATTEAU 
JULIA MORCH 


WOMEN'S INTERCOLLEGIATE HOCKEY LEAGUE 
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TOTALS 


NAME 


THERESE BRISSON 
JANICE MCDOUGALL 
DEBBIE GILL 
JACKIE MONTPETIT 
DIANE ALLARD 
NATALIE HAINS 
KAREN WEST 
FRANCE SABOURIN 
SUE PROSSER 
CHRISTINE BEAULIEU 
DONNA SERRATI 
LISA MORGAN 
SANDY WOLOFSKY 
BELINDA MCGREGOR 
WENDY HARCOURT 
THERESA LUKAWICKI 
KAREN KANE 
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